HUGHES & CO., INC., MECHAN 1CVILLE, 


The natural mineral waters of Saratoga are 
served from three fountains in the magnificent 
Hall of Springs. The great hall is 160 feet 
long, 70 feet wide, its ceiling arching 38 feet 
above the variegated floor. Marble pillars 
and huge chandeliers of silver and crystal 
feature the majestic splendor of this, one of 
>: the most notable public buildings in America. 
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